INTERIOR  OF  ST.    LOUIS  CATHEDRAL 
NEW    ORLEANS,     LA.  95 

St.  Louis  Cathedral,  which  is  still  in  use,  was 
huilt  in  1794  on  the  site  of  Louisiana's  first 
church  Most  of  the  famous  interior  mural 
decorations  were  added  in  1892.  It  is  located 
on  Chartres  Street,  facing  Jackson  Square  and 
flanked  by  the  Cabildo  and  the  Presbytere. 
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